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1. AIR ATTACHE: AMD C kl ST AMO IMS BY, 

25X1 


LOW PRESSURE OXYGEN AVAILABLE* LIQUID OXYGEN AVAILABLE 
SUBJECT TO 24 TO 48 HOURS PRIOR MOT ICE, ALSO REQUIRE YOU FURNISH 

OXYGEN CART AMD TANK IN ADVANCE. MO LIQUID OXYGEN CARTS AVAILABLE 
HERE * 
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